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Patient Name: „uyl pue jh Jale 
ID Number: U372484 

Date of Birth: 06-12-1981 
Gender: Male 
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Referral: First Medical Laboratory - 3 
Collection Time: 2021-06-09 16:32:16 
Reporting Time: 2021-06-10 08:25:45 


Sample ID: 889325 


Phone No: +966505950008 HESN ID: 

Test Description Result 

COVID19- test by RT-PCR 

Qualitative detection of SARS-COV-2 (Corona Virus) Not Detected, Test result is (Negative) 
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Dr, Mohammed Abdullatif 


Consultant of Molecular Pathology 
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“END OF REPORT*** 
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